Message 


From: Sullivan, Ryan (NOR) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

01/CN=RECiPIENTS/CN=RYAN.SULLIVAN22761676] 

Sent: 6/29/2012 7:47:43 PM 

To: Corbett, Kate (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MassMail-01/cn=Recipients/cn=Kate.Corbett] 

CC: ryan.p.sullivan(5)state.ma.us 

Subject: RE: Drug case discovery Packet 

Hi Kate, 

We have another case together scheduled for 7/16/12. 1 Just wanted to confirm your availability for that week and also 
double check that it was the same deal that you did the GC/MS testing on that item and are comfortable testifying that 
the substance was cocaine. The Lab No. is defendant 

Thanks! 

Ryan 

From: Corbett, Kate (DPH) 

Sent: Monday, June 25, 2012 3:41 PM 
To: Sullivan, Ryan (NOR) 

Subject: RE: Drug case discovery Packet 

Yes, I just wanted to let you know because every ADA and/or judge is different on what they prefer or will allow. 


From: Sullivan, Ryan (NOR) 

Sent: Monday, June 25, 2012 2:43 PM 
To: Corbett, Kate (DPH) 

Subject: RE: Drug case discovery Packet 

Hi Kate, 


Without having done the preliminary testing, do you feel comfortable testifying to a reasonable degree of scientific 
certainty that it is cocaine? 

From: Corbett, Kate (DPH) 

Sent: Monday, June 25, 2012 12:59 PM 
To: Sullivan, Ryan (NOR) 

Subject: RE: Drug case discovery Packet 

Hi Ryan, 

I did the GC/MS and I can testify to those findings, i did not have custody of the drugs, and I did not do any of the prelim 
testing or the weighing so i would not be able to testify to that, i can speak to lab policy in how a sample such as this 
would be tested. The other chemist, Annie Dookhan, no longer works at the lab. 

Kate Corbett 
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Chemist II 
Drug Analysis Lab 
Dept of Public Health 
305 South St. 

Jamaica Plain, MA 02130 
phone (617) 983-6632 
fax (617) 983-6625 


From: Sullivan, Ryan (NOR) 

Sent: Monday, June 25, 2012 11:55 AM 
To: Corbett, Kate (DPH) 

Subject: RE: Drug case discovery Packet 

Hi Kate, 

Thanks for the information. Did you do the GC/MS testing and would you be able to testify based upon your own 
observations and testing of the items that they were, in fact, cocaine? Or do we require another chemist? 

Thanks Kate, I appreciate your help! 

Ryan 


Ryan P. Sullivan 
Assistant District Attorne}^ 

Middlesex District Attorney's Office 

14 Summer Street 

Malden, MA 02148 

Tel 781-897-8727 

Fax, 781-897-0676 

Rvan.P.Sullivan@state.ma.us 

*The preceding email message (including any attachments) contains information that may be confidential, may be protected by the attorney- 
client or other applicable privileges, or may constitute non-public information. It is intended to be conveyed only to the designated 
redpient(s) named above. If you are not an intended recipient of this message, please notify the sender by replying to this message and then 
delete all copies of it from your computer system. Any use, dissemination, distribution, or reproduction of this message by unintended 
recipients is not authorized and may be unlawful 


From: Corbett, Kate (DPH) 

Sent: Tuesday, May 29, 2012 11:42 AM 
To: Sullivan, Ryan (NOR) 

Subject: Drug case discovery Packet 

Hi Ryan, 

Attached is the info you requested for CW v 
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Let me know if you need any additional info. 


Thanks, 

Kate Corbett 
Chemist II 
Drug Analysis Lab 
Dept of Public Health 
305 South St. 

Jamaica Plain, MA 02130 
phone (617) 983-6632 
fax (617) 983-6625 
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